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Technical Specifications 

Power supply: 

-Batteries 4 x 1.2V; rechargeable NiCd for Parent Unit (included); 

- Optional batteries 4 x 1.5V; AA for Baby Unit (not included); 

-AC power adapter (SBC CS0920/23) 120V AC, 60 Hz (two included): 
- Output voltage 9V DC, 200mA. 
Operating range: 

- up to 600 feet 

- 50°F to 104°F 
Transmission frequencies: 

-906.3 MHz (Channel A) 
-907.1 MHz (Channel B) 

EspecificacionesTecnicas 

Fuente de alimentacion: 

-Pilas 4 x 1,2V; tipo niquel-cadmio recargables para unidad de Padres (incluidas); 
-Pilas opcionales 4 x 1,5V; tipo AA para Unidad de Bebe (no incluidas); 
-Adaptador de alimentacion de corriente alterna (SBC CS0920/23) 120V AC, 60Hz 
(dos incluidos): - Voltaje de operacion: 9 voltios de corriente continua, 200mA. 
Alcance de operacion: 
-hasta 600 pies 

- 50°F - 104°F 
Frecuencias de transmision: 

-906,3 MHz (Canal A) 
-907,1 MHz (Canal B) 

Caracteristiques techniques 

Alimentation: 

-Piles rechargeables 4 x 1.2V; NiCd pour l'unite parents (comprises); 
-Piles optionnelles 4 x 1.5V; AA pour l'unite bebe (non comprises); 

- Adaptateur d'alimentation c.a. (SBC CS0920/23) 120V AC, 60 Hz (deux adaptateurs 
compris): - Tension de service: c.c. 9 V, 200mA. 

Plage de fonctionnement: 
-jusqu'a 182 metres 

- 50°F - 104°F 
Frequences de transmission: 

-906.3 MHz (canal A) 
-907.1 MHz (canal B) 
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